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WORK ORDER REQUEST 


December 1h, 1956 


TO: LAC 

FROM: 191) 

ITE # STOCK NO. NOMENCLATURE QUANTITY 

1 595. 3-SP-LT-3056 Adapter-wrench 1 

2 7900-)128150 ) Handle-Torque wrench 2 

3 7CAD-801150 Tensiometer 1 SRALFL. 92 


MAELO Lists Stem IMME 


Instructions= calibrate and return 
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